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Cost-efficient Operation 



115 Volt 

3 Cooling Speeds 

3 Fan Only Speeds 

4 Way Air Direction 
Outdoor Ventilation 
Energy Saving Mode 
Sleep Mode 
On/Off Timer 
Quiet 
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AW1293L 

12,600 BTU • 10.8 EER 




FEATURES 



Electronic Touch 
LCD Remote Control 
3 Cool/3 Fan Speeds 
24 Hour On/Off Timer 
Energy Saving Switch 
Sleep Mode 
Airflow: 4-way, variable 
Outdoor Vent/Exhaust 
Electronic Digital Thermostat 
Rigid Slide Out Filter 
Noise Level dB: 58/62 
Quiet Operation 
Slide Out Chassis 



INSTALLATION INFORMATION 
Minimum Window Width: 26" 
Maximum Window Width: 3972" 
Minimum Window Height: 167s" 
Power Cord Length: 72" 
Plug Type: Parallel 



SPECIFIC AT IONS 

Power Source: 115V 

Power Output: 460 watts 

Power Amperage: 10. 6A 

Dry ID/OD Air Flow High-low: 140/370 

115/300 CFM 

Dehumidifying Rates: 1.5 pts/hr 

NET DIMENSIONS AND 

WEIGHT (WXHXD) 

Dimensions: 22" x I57ie x 1972" (without grill 
Front Grill Depth: 2" 
Weight: 85 lbs. 



SHIPPING INFORMATION 

(WXHXD) 

Dimensions: 2472" x 187s" x 267s" 
Weight: 96 lbs. 
Container Quantity: 282 

ORDER CODE 

AW1293L/XAA 

UPC 

036725503380 

Design and specifications are subject to change 
without notice. Non-metric Weights and measurements 
are approximate. As an Energy Star® partner, Samsung 
has determined that this product meets the Energy 
Star® guidelines for energy efficiency. Energy Star® is 
a registered trademark of the U.S. Environmental 
Protection Agency. 

All brand, product, service names and logos are 

Trademarks of their respective manufacturers and 

companies. 
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Fits windows 26"- 3972" Wide, 
Minimum Height 1678" 





a "'i-v.nii 
i#MVi 5~M4 



Samsung Electronics America, Inc. 
105 Challenger Road 
Ridgefield Park, Nj 07660-0511 
Tel (201) 229-4000 • 1-800-SAMSUNG 
www.samsungusa.com 



